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A 
Abbreviations 
kilowatthour, 314 
numerical prefixes, 58; 127 
ABC conference 
mtg in Canada, 215 
screw threads, 180 
Abele, Ray J., chmn, CMC session, 198 
Abeledo, Carlos A., president of IRAM, 218 
Accidents 
see also Safety 
prevention signs, 231 
statistics, 18; 85; 114; 148; 176; 211; 
243; 341 
Acoustical Door Inst, test procedures, 281 
Acoustics 
see also Bioacoustics 
definitions, 329 
measurements and terminology, shock and 
vibration, 73; 265 
preferred frequencies, 108 
shock and vibration measurements, 73; 265 
Aerospace Industries Assn, stdzn brings 
savings, 152 
Ainsworth, Cyril 
attends South Amer mtg, 346 
DINNSA, 31; 63; 95; 127; 159 
receives Secretary of Labor’s Award of 
Merit, 312 
Air cylinders, 58 
Air Force, U.S., exhibit, 205 
Alvi, Syed, SES award, 378 
American Gas Assn, representative on ASA 
Stds Council, 152 
American Home Economics Assn, Lyle, Dorothy 
Siegert, president, 282 
American Hotel Assn, Certified Products List, 
1960, 152 
American Iron and Steel Inst, representative 
on ASA Stds Council, 87 
American Ladder Inst, representative on ASA 
Stds Council, 216 
American Photosngravers Assn, color 
control, 117 


American Soc for Quality Control, conference 
sponsor, 356 
American Soc for Testing Materials 
annual mtg, 1960, 152; 182 
committee week, 152 
description, 259 
radiation, 57 
skid resistance, 181 
staff personnel, 346 
Stds Engrs Soc award, 378 
stds report, 276 
thermal ablation, 58 
American Soc of Mechanical Engrs, 
fellowships, 23 
American Soc of Tool and Mfg Engrs 
name change, 87 
Service Pin award, 180 
stdzn seminar, 282 
American Stds Assn 
see also Board of Directors, ASA; Board of 
Review, ASA; Company Mbr Conference, 
ASA; Coonley Medal, Howard; Graphic 
Stds Board, ASA; National conference on 
stds; Procedure, ASA; Standards Council, 





Abbreviations of Organization Names 
Contained in this Index 
ABC American-British-Canadian 
AHEA American Home Economics Asso- 
ciation 
AIA American Irstitute of Architects 
ASA American Standards Association 
ASME American Society of Mechanical 
Engineers 
ASTM American Society for Testing 
Materials 
American Society of Tool and 
Manufacturing Engineers 
BSI British Standards Institution 
Commission on 


ASTME 


CEE International 
Rules for the Approval of 
Electrical Equipment 

Company Member Conference 

Canadian Standards Association 

Department of Defense 

Graphic Standards Board 

Institut Belge de Normalisation 

International Electrotechnical 
Commission 

Instituto Argentino de Racionali- 
zacion de Materiales 

International Organization for 
Standardization 

National Bureau of Standards 

Society of Automotive Engineers 

Society for the Advancement of 
Management 

Standards Engineers Society 
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American Stds Assn (Cont’d) 
ASA; Standards Medal, ASA 
annual mtg, 42 
headquarters, new, 142 
sectional committees, 183 
serves companies, conference session, 36! 
American Statistical Assn, conference 
sponsor, 356 
Areas, hospitals, 14 
Argentina 
IRAM president, obituary, 218 
stds listed, 343 
Ashburn, Anderson, vice-chmn, GSB, 58 
Atlantic Refining Co, exhibit, 205 
Australia, stds listed, 20; 54; 55; 178; 179 
214; 246; 309; 310 
Austria, stds listed, 21; 213; 246; 247; 309 
310; 343 
Awards 
annual luncheon, ASA, 368 
Coonley Medal, Howard, 107; 150; 369 
Gilbreth Medal, SAM, 182 
Secretary of Labor’s Award of Merit, 312 
Service Pin, ASTME, 180 
SES-ASTM, 378 
Stds Medal, ASA, 107; 150; 369 


B 
Barker, Joseph W., conference speaker, 363 
Batteries and dry cells, 81; 152 
Bearings, ball and roller, 136 
Belgium 
IBN annual report, 180 
stds listed, 21; 54; 116; 178; 213; 247; 309 
310; 344 
Bell Telephone Labs, microfilm for 
drawings, 365 
Belts, safety, 228 
Bennett, V. W., Drafting stds for electrical 
diagrams, 302 
Beranek, Leo, stds personality, 195 
Betz, Herbert, Latin America: industrial de 
velopment and stds, 132 
Bicking, Charles A., conference speaker, 373 
Bioacoustics, intelligibility testing, 327 
Birkenstock, J. W., ASA Stds Council, 184 
Blackmon, Hendley, president, IEC, 56 
Blood transfusion equipment, ISO work, 24 
Bloomfield, Byron, conference speaker, 376 
Board of Directors, ASA, 46; 118 
Board of Review, ASA, mbrs, 58 
Books, 25; 53; 119; 150; 185; 214 
Bouche, R. R., Calibration of shock and 
vibration pickups, 73 
Bowersox, John K., conference speaker, 378 
Bowie, William Z., How to measure hospital 
areas, 14 
Boxall, James A., CMC speaker, 200 





Branscomb, Lewis M., chief, atomic physics div, 
NBS, 181 
Brossman, S. W., One solution to the spec 
problem, 79 
Brown, W. E., More delegates... . 
tions . . . more work, 50 
Bryant, Jerrus M., Identification for ball and 
roller bearings, 136 
Building 
areas, hospitals, measurement, 14 
codes 
masonry, 325 
multiple, 313 
door locks, 48 
doors, acoustic, 281 
modular measure, 57; 376 
mortars, 234 
Bureau of Ships, specs rehabilitation, 242 


& 
Caffiaux, J. A., Accentuate the positive, 144 
Calibration, shock and vibration pickups, 73 
Callan, Philip J. 
CMC speaker, 203 
Help wanted, 207 
Canada 
CSA annual mtg, 183 
Noble, George, obituary, 117 
stds listed, 20; 21; 55; 213; 246; 310; 343 
Cargo Handling Exposition and Symposium, 
217; 345 
Cartoons, stdzn history, 141 
Carvey, Lawrence A., ASA staff mbr, 313 
Cement, portland, 234 
Charts, time-series, 236 
Clair, Miles N., ASA director, 46 
Clotz, Keith D., ASA Stds Council, 346 
Central Amer Research Inst for 
Industry, 132 
Coates, C. N., NBS staff, 282 
Cobb, Leland D., ASME fellow, 23 
Colombia 
Instituto de Normas, 117 
mbr, ISO, 118 
Color 
accident prevention signs, 231 
control, printing, 117 
Company Mbr Conference, ASA, 88; 99; 
196; 356 
Company stdzn 
Bell Telephone Labs, microfilm for 
drawings, 365 
conference session, 361 
Convair-Pomona, numbering systems, 110 
Du Pont de Nemours & Co, 330 
exhibits, 204; 370 
Gleason Works, 268 
International Business Machines Corp, 
304; 337 
management viewpoint, 374 
manuals of stds, 268 
Pitney Bowes, Inc, 363 
problems of stds engr, 207 
program planning, 304; 337 
series on stds programs, 207; 238; 268; 
299; 330 
shop practices, 299 
starting a stds program, 238 
Trowbridge, R. P., quoted, 216 
Western Electric Co, 299 
Computer systems, 117 
Condon, J. F., Spec rehabilitation, 242 
Consumer goods 
see also International Office of Consumers 
Unions 
Textiles, 56; 152; 169; 218; 283; 314 
Consumer Goods Stds Board, White, Rose V., 
secretary, 215 


Containerization, 99; 100; 345 
Containers, integrated series, 100 
Convair-Pomona, numbering systems, 110 
Coonley Medal, Howard, 107; 150; 369 
Copeland, R. E. and Plummer, Harry C., 
Reinforced masonry resists lateral 
forces, 325 
Cranes, ISO work, 23 
Creativity and stdzn, 68 
Creson, S. A., Application and economics of 
Amer Std transformers, 271 
Cruise, K. A., ASA Stds Council, 249 
Czechoslovakia, stds listed, 20; 21; 55; 246; 
309; 310; 343 


D 
Dailey, H. Warner, ASA staff mbr, 61 
Data processing, conference session, 363 
Davidson, John T., conference speaker, 365 
Defense Dept, U.S. 
conference sponsor, 356 
exhibit, 367 
military logistics system, 36 
numbering systems on drawings, 118 
policy and programming, conference 
session, 359 
savings, 152 
stdzn operations, conference session, 360 
use of industry specs and stds, 41 
Definitions, acoustics, 329 
Denmark, stds listed, 21; 178; 179; 213; 214; 
310; 343 
Derricks, ISO work, 23 
DINNSA—see Does industry need a national 
stds agency? 
Does industry need a national stds agency? 
(DINNSA), 31; 63; 95; 127; 159 
Dominick, Theodore W., 
conference speaker, 377 
Door locks, hardware, 48 
Doors, acoustic, 281 
Drawing practice 
elec diagrams, 302 
ISO mtg, 180 
Drawings 
microfilm, conference session, 365 
numbering systems, 118 
Drew, Edwin C., conference speaker, 371 
Dry cells, 81; 152 
Duckwald, C. S., Std data will help in shock 
and vibration measurement, 265 
Du Pont de Nemours & Co., E. I., 
stdzn program, 330 
Dust control, explosion, prevention, 183 


E 
Electrical engrg 
see also Electronics; International 
Electrotechnical Commission 
appliances, safety, 314 
batteries and dry cells, 81 
CEE stds, 8 
diagrams, drawing practice, 302 
kilowatthour, abbreviation, 314 
lightning arresters, 4 
measurements, NBS, 87 
national elec code, 87 
support needed for stds, 308 
transformers, 271 
Electronic Industries Assn, description, 144 
Electronics 
computer systems, 117 
IEC stds, 11 
Engines, internal combustion, IEC work, 76 
Excavators, ISO work, 23 
Exhibits 
CMC, 204 
National conference on stds, 370 


F 


Fabrics, Amer Stds L22, 169 

Zenn, Rutherford H., conference speaker, 363 

Fetherston, F. R., stds personality, 131 

Films, United World, 345 

Finland, stds listed, 178; 179; 213; 246; 
309; 310 

Fitzgerald, J. V., New std for mortars helps 
ceramic tile industry, 234 

Foote, James H., receives Coonley Medal, 369 

Foreign stds, 117 
see also names of individual countries 

Frame, Alfred P., conference speaker, 375 

France, stds listed, 20; 21; 54; 55; 116; 178; 
179; 213; 246; 309; 310 

Frequencies, preferred, 108 

Frost, F. C., conference speaker, 362 


G 


Gage blocks, NBS stds, 182 
Gaillard, John, seminars, 93; 118; 312 
Gas appliances and piping, installation, 182 
Geary, Edward S. 

CMC speaker, 203 

Stdzn of shop practices, 299 
Germany, stds listed, 20; 21; 54; 55; 116; 

178; 179; 213; 214; 247; 310; 343; 344 

Gilbert, Joseph, SAE secretary, 248 
Gilbreth Medal award, 182 
Gillam, Clifford, ASA director, 46 
Gillett Memorial Lecture, ASTM, 152 
Glie, Rowen, Stdzn and creativity, 68 
Goeltz, Philip H. 

CMC speaker, 203 

The company’s stds manual, 268 
Goubeau, Vincent de P., 

conference speaker, 374 

Graham, Virgil 

About the IEC, 298 

vice-president, IEC, 56 
Grandstands, 195 
Granniss, Edward R., stds personality, 99 
Graphic Stds Board, ASA, 58 


H 


Habach, George F., stds personality, 291 
Haemer, Kenneth W., How to make a time- 
series chart, 236 
Hagerup, L. W., Std signs prevent 
accidents, 231 
Hallowell, H. Thomas, Jr, CMC speaker, 197 
Hamer, Walter J., Many changes reflected in 
new dry cell std, 81 
Hardware, door locks, 48 
Harris, Harry E., resigns from Com B5, 67 
Haswell, William S., Door lock mounting, 48 
Hawley, Mones E., Stds for intelligibility 
testing, 327 
Heldmann, Ernest, ASA liaison representative, 
Interdepartmental Screw Thread Com, 24 
Heller, Frank J., conference speaker, 361 
Hess, Raymond E., 259; 346 
Highways, pavement, skid resistance, 181 
Hilton, Charles E. 
CMC speaker, 202 
ISO drawing practice mtg, 180 
Hinrich, J. H., conference speaker, 367 
Hoagland, Frank O., ASME fellow, 23 
Hoffman, S. David, admitted to practice, 
U.S. Supreme Court, 248 
Hollingsworth, Dwight F., CMC speaker, 197 
Hospital areas, 14 
Hull, D. R., ASA director, 46 
Hungary, stds listed, 20; 21; 55; 310; 343; 344 
Hussey, G. F., Jr 
CMC speaker, 197 
report on ASA, 358 
Hutchinson, W. S., conference speaker, 360 





| 
Iddles, Alfred, ASA director, 46 
Identification code, bearings, ball and 
roller, 136 
Indexes, basic criteria, 117 
India 
IEC mtg, 183 
stdzn program, 292 
stds listed, 21; 54; 178; 179; 213; 214; 
246; 247; 310; 343; 344 
Industrial Hygiene Foundation of America, 
description, 283 
Industry-DoD, specs and stds, 41 
Intelligibility testing, 327 
Interdepartmental Screw Thread Com, 24 
Internal combustion engines, IEC work, 76 
International Business Machines Corp, 
stdzn program, 337 
International Commission on Rules for the 
Approval of Electrical Equipment 
European developments, 297 
safety stds, 8 
International Congress on Stdzn, ASA 
represented, 346 
Internaiional Electrotechnical Commission 
description, 215; 298 
electronic stds, 11 
European developments, 297 
internal combustion engines, 76 
mtg in India, 87; 183 
officers, 56 
recommendations, new, 151; 214; 245; 
311; 344 
U.S. delegates comment on mtgs, 44 
International Harvester Co, exhibit, 204 
International Office of Consumers Unions, 180 
International Organization for Stdzn 
blood transfusion equipment, 24 
Colombia, mbr, 118 
Council, 24; 240 
cranes, derricks, excavators, 23 
description, 215 
drawing practice, 180 
European developments, 297 
Iran, mbr, 118 
keyways, 315 
nuclear energy mtg, 216 
pallets, 118 
plastics, 50; 282 
recommendations, new, 24; 151; 
245; 311 
rubber, 23 
shafts and keyways, 315 
shipbuilding details, 347 
sieves, testing, 16 
splines and serrations, 152 
steel, 281 
textile machinery, 185 
textiles, 56; 283; 314 
tools, 56; 334 
Iran, mbr, ISO, 118 
Ireland, stds listed, 179; 213; 214; 247 
Israel, stds listed, 20; 54; 116; 178; 179; 
309; 310 
Italy, stds listed, 21; 55; 116; 309; 310; 343 


Item identification numbering systems, 110 


J 
Jalonack, H. M., Some hard facts about 
soft stds, 308 
Japan, stds listed, 20; 214; 247; 309 
Johnson, R. J., conference speaker, 377 
Judson, Lewis V., Amer Std a factor in 
international work, 16 


K 
Kettle, K. A., conference speaker, 375 
Keyways, ISO work, 315 
Kilowatthour, std abbreviation, 314 


L 


Labeling, Amer Stds 122, 169 
Labor, Secretary of, Award of Merit, 312 
Latin America 

ASA mtg, 345 

trade and stdzn, 132 

U.S. represented at international 


congress, 346 
Latin American Economic Assn, 132 
Lester, Horace Hardy, research nuclear 
reactor, 184 
Liggett, Irving, conference speaker, 363 


Lightning 
arresters, 4 
protection, 195; 249 
Lincks, G. F., New procedures on lightning 
arresters, 4 
Liston, B. Scott, stds personality, 259 
Logistics system, military, 36 
Lucas, Louis J., ASA Stds Council, 248 
Lumber handling, 346 
Lundberg, E. A., conference speaker, 377 
Lyle, Dorothy Siegert, AHEA president, 282 


M 
Management, viewpoint on stds, 374 
McAdams, W. A., A warning symbol for 
radiation, 105 
McCandless, Bruce A., ASA Stds Council, 152 
McDonald, Harold, conference speaker, 371 
McGinnis, Frank, conference speaker, 372 
McGinnis, Margaret, ASTME award, 180 
McGuire, Perkins, Stds to support the military 
logistics system, 36 
McKerrow, Michael J., SES award, 378 
Macleod, Willis S., stds personality, 67 
McNish, Alvin G., CMC speaker, 198 
McPherson, A. T. 
NBS staff, 282 
receives medal, 24 
Magazine of Stds, foreign stds listed, 117 
Magill, Fulton R., SES fellowship, 378 
Marks, G. J., conference speaker, 359 
Marshall, Thomas A., Jr executive secretary, 
ASTM, 346 
Mason, Ruth E., SES award, 378 
Masonry, reinforced, 325 
Massey, Harold, vice-chmn, ASA Stds 
Council, 58 
Material handling, containerization, 100, 
217; 345 
Measurement 
elec, NBS, 87 
gage blocks, NBS, 182 
units, prefixes, 58; 127 
USSR, 173 
Meetings, national, dates, 22 
Metrology, USSR, 173 
Mexico, stds listed, 21; 343 
Meyer, A. William, stds personality, 3 
Meyers, Edgar J., CMC speaker, 199 
Microfilm, drawings, conference session, 365 
Miller, C. L., CMC speaker, 200 
Mines, wire rope, 175 
Mobile Homes Mfrs Assn, representative on 
ASA Stds Council, 248 
Mochel, Norman L., receives SES-ASTM 
award, 378 
Modular Bldg Stds Assn, conference 
sponsor, 356 
Modular measure, 57; 376 
Mohr, Ernest E. 
CMC speaker, 203 
Starting a stds program, 238 
Moore, Leo B., Gilbreth Medal award, 182 
Morgan, A. J., Wire rope for mines, 175 
Mortars, cement, 234 
Muenschinger, Herman, CMC speaker, 199 


Mulder, John G., administrative asst to gen 
eral mgr, Eastman Kodak, 87 

Muller, Fred, Jr, Truck—rail—sea—integrated 
containers, 100 

Munson, Donald J., ASA Stds Council, 216 

Murphy, R. B., conference speaker, 373 


N 
National Assn of Plumbing Contractors, repre 
sentative on ASA Stds Council, 346 
National Assn of Purchasing Agents 
conference sponsor, 356 
representative on ASA Stds Council, 249 
National Bureau of Stds 
Branscomb, Lewis M., chief, atomic physics 
div, 181 
elec measurements, 87 
gage blocks and measurement, 182 
International Com on Weights and 
Measures, 58; 127 
organization changes, 313 
pressure stds, 57 
staff, 181; 282; 313 
samples, std, 180 
National conference on stds 
plans for 1960, 217 
program, 274 
report on, 356 
National elec code, 87 
National Retail Lumber Dealers Assn, 
lumber handling, 346 
Nazian, Chester A., CMC speaker, 201 
Nelson, Carl E., conference speaker, 365 
Netherlands, stds listed, 20; 21; 54; 55; 178; 
179; 213; 214; 247; 309; 310 
New Zealand, stds listed, 20; 179 
Noble, George, obituary, 117 
Norway, stds listed, 116; 179; 343 
Nucci, E. J., conference speaker, 360 
Nuclear energy 
ISO work, 216 
reactor, research, 184 
Numbering system 
bearings, ball and roller, 136 
drawings, 118 
item identification, 110 


O 
O'Farrell, J. J., Jr 
CMC speaker, 198 
Reducing item varieties, 304; 337 
Office Equipment Mfrs Inst, representative on 
ASA Stds Council, 184 
Optics and Spectroscopy (Optika i Spektro 
scopiya) translation, USSR magazine, 118 
Organization of Amer States, 132 
Orth, Robert F., conference speaker, 368 


P 
Painter, Robert J., consultant, ASTM, 259 
Pakistan, stds listed, 213; 247; 344 
Pallets, ISO work, 118 
Palmgren, Gunnar, stds personality, 35 
Pan American Federation of Engrg Societies, 
mtg, 346 
Pan American Stds Com, 132 
Parker, Charles M., stds personality, 227 
Pavements, skid resistance, 181 
Personalities of the Month, 3; 35; 67; 99; 
131; 163; 195; 227; 259; 291; 323; 355 
Petroleum products, NBS std samples, 180 
Phillips Petroleum Co, stdzn program helped 
by ASA, 361 
Photography 
films and papers, 184 
microfilm, drawings, 365 
Pipe threads, 347 
Pitney-Bowes, Inc, stdzn program helped by 
ASA, 363 





Plastics 
ISO work, 50; 282 
Soc of Plastics Industry, com, 24 
Plumbing, copper drainage fittings, 181 
Plummer, Harry C., stds personality, 355 
Plummer, Harry C. and Copeland, R. E., Rein- 
forced masonry resists laterol forces, 325 
Podolsky, Leon, International electronic stds 
under way, 11 
Poland, stds listed, 55; 116; 178; 179; 213 
Pollard, B. W., conference speaker, 363 
Pomeroy, J. A., Integrate your item identifica- 
tion number systems, 110 
Portugal, stds listed, 116; 213; 214 
Power, Thomas D., conference speaker, 371 
Prefixes, units, 58; 127 
President's Conference on Occupational 
Safety, 164; 168 
Pressure stds, NBS, 57 
Price, L. D. 
A new approach suggested on government- 
industry problems, 41 
International mtgs affect U.S. markets, 8 
SES fellow, 378 
Printing, color control, 117 
Procedure, ASA, 4; 183 
Purchasing, Bureau of Ships, 242 


Q 


Quality control, conference session, 372 
Questions, 53; 119; 151; 245; 311 


R 
Radiation 
ASTM work, 57 
warning sign, 105 
Reynolds, A. Craig, Jr, conference 
speaker, 364 
Rice, Richard L. M. 
CMC speaker, 203 
Stds promotion and program 
evaluation, 330 
Riley, Paul H., conference speaker, 359 
Ritter, George W., conference speaker, 359 
Robb, Harry W., ASME fellow, 23 
Robie, T. M., Internal combustion 
engines, 76 
Roby, Frank H., conference speaker, 358 
Rocket propulsion, symbols, 184 
Rope, wire, for mines, 175 
Rosenzweig, Benjamin, CMC specker, 199 
Ross, Milton |., conference speaker, 376 
Rubber, |SO work, 23 
Rumania, stds listed, 54; 55; 116; 117 


S 


Safety 
aerial tramways, 260 
CEE stds, 8 
color, accident prevention signs, 231 
dust control, explosion prevention, 183 
elec appliances, 314 
grandstands and tents, 195 
lightning, 195; 249 
national elec code, 87 
President's conference, 164; 168 
radiation sign, 105 
relation of stds to, 164 
window cleaning code, 228 
wire rope for mines, 175 
work injuries, statistics, 18; 85; 114; 148; 
176; 211; 243; 341 
Samples, std, NBS, 180 
Savings from stdzn 
see also Company stdzn 
AIA and DoD, 152 
transformer std, 271 


Schmit, D. F., conference speaker, 357 
Screw threads 
ABC conference, 180 
Amer Std revised, 209 
Seminars 
ASTME, 282 
Gaillard, John, 93; 118; 312 
Serano, Alfredo Navarro, director, Colombian 
stds inst, 117 
Shafts, ISO work, 315 
Sherwin, Frederick S., conference speaker, 372 
Shipbuilding details, ISO work, 347 
Shock, measurement, 73; 265 
Shop practices, stdzn of, 299 
Sieves, testing, 16 
Signs, accident prevention, 231 
Skilifts, safety, 260 
Skid resistance, pavement, 181 
Society for Advancement of Management, Gil- 
breth Medal, 182 
Society of Automotive Engrs, Gilbert, Joseph, 
secretary, 248 
Sogge, Richard C., receives Stds Medal, 369 
Sommaripa, George G., retires, 163 
Spain, stds listed, 21; 116; 117; 179; 214; 
246; 247; 309; 310; 344 
Specifications service, necessity for, 79 
Spindle noses, 248 
Splines and serrations, ISO work, 152 
“Standardization: Engrg Planning,” color 
film, 345 
Standards Council, ASA 
mbrs, 87; 152; 184; 216; 248; 249; 346 
officers, 58 
report by T. E. Veltfort, 45 
Standards Engrs Soc 
annual mtg, 152; 378 
awards, 378 
fellowships, 378 
officers, 152 
Standards, foreign, listings, 117 
see also names of individual countries 
Standards for a dynamic decade, conference 
session, 357 
Standards Medal, ASA, 107; 150; 369 
Standards personalities, 3; 35; 67; 99; 131; 
163; 195; 227; 259; 291; 323; 355 
Standards programs in new areas, conference 
session, 363; 365 
Statistics, accident, interpretations of cases, 
18; 85; 114; 148; 176; 211; 243; 341 
Steel, ISO work, 281 
Stewart, D. Francisco |., obituary, 218 
Stockwell, Charles W., CMC speaker, 198 
Sullivan, John W. W., ASA Stds Council, 87 
Sweden, stds listed, 20; 21; 55; 116; 117; 179 
Switzerland, stds listed, 21; 55; 247; 309; 
310; 344 
Symbols, letter, rocket propulsion, 184 


T 

Technical Societies of New Jersey, annual 
conference, 88; 181 

Tents, 195 

Textile Distributors Inst, statement on Amer 
Std L122, 218 

Textile machinery, ISO work, 185 

Textiles 


ISO work, 56; 283; 314 


performance requirements, Amer Stds, 152; 
169; 218 
Thermal ablation, 58 
Thomas, W. W., CMC speaker, 201 
Thorne, Harold W., Safety on the slopes, 260 
Tighe, Frank, conference speaker, 372 


Tile, ceramic, 234 
Time-series charts, 236 
Tisch, Frank P., Screw threads—1960, 209 


Tool engrg 

air cylinders, 58 

Harris, Harry E., resigns from Com B5, 67 

ISO work, 56; 152; 334 

spindle noses, 248; 345 

splines and serrations, ISO work, 152 
Townsend, John R. 

conference speaker, 357 

Relationship of stds to safety, 164 
Trade and stdzn, Latin America, 132 
Tramways, aerial, safety code, 260 
Transformers, 181; 271 
Trowbridge, R. P., company stdzn paper, 216 
Turkey, stds listed, 214; 247; 309; 310 
Union of South Africa, stds listed, 20; 55; 

178; 179; 213; 214; 247; 310 


U 
United Kingdom 
BSI exhibits in New York, 312 
BSI Export Panel, 218 
elec appliances, safety, 314 
national vs private stds, 248 
stds listed, 20; 21; 54; 55; 116; 117; 178; 
179; 213; 214; 247; 309; 310; 343; 344 
Units, numerical prefixes, 58; 127 
U.S. Govt—see Air Force, U.S.; Bureau of 
Ships; Defense Dept, U.S.; Labor, Secre- 
tary of; Logistics system, military; Na- 
tional Bureau of Stds 
USSR 
Optics and Spectroscopy, 118 
metrology, 173 
stds listed, 21; 54; 55; 116; 117; 178; 179; 
214; 247; 309; 310; 343 


Vv 
Value analysis and stdzn, conference session, 
371 
Van Atta, F. A., A life-saving std, 228 
Van Atta, Fred F., treasurer, ASTM, 346 
Veltfort, T. E. 
ASA’s Stds Council, 45 
chmn, ASA Stds Council, 58 
Verman, Lal C. 
Planned stdzn for a planned economy, 292 
SES fellow, 378 
Vibration, measurement, 73; 265 


WwW 
Waltermire, William G., stds personality, 163 
Warner, John A. C., retires as SAE 
secretary, 248 

Watson, S. H., stds personality, 323 
Weights and measures, NBS, 58; 87; 127; 182 
Weir, Cecil, BS! Export Panel, 218 
Western Electric Co, stdzn program, 299 
White, Rose V., ASA staff, 215 
Wildhack, William A., NBS staff, 282 
Wiley, E. T., Jr, 

conference speaker, 360 

CMC speaker, 202 
Window cleaning, safety code, 228 
Wire, rope for mines, 175 
Wolochow, David, SES fellow, 378 
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